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1. MISSION REQUESTED ADVISE AGENCY FORMAL SOLICITATION FOR 
BIDS AS DISCUSSED REETEL SHOULD BE SENT EOLLOWING U.S. ORGAN- 
IZATIONS WHICH EXPRESSED INTEREST IN AND ARE BELIEVED CAPABLE 
SUPPLYING SPECTROMETER: 

A. DR. JOEL CARTER, ANALYTICAL CHEMISTRY DIVISION, OAK 
RIDGE NATIONAL LABORATORY; 

B. TELEDYNE ISOTOPES, HOW. TIMONIUM ROAD, TIMONIUM, MARYLAND 
21093; 

C. AVCO ELECTRONICS DIVISION, TULSA OPERATIONS 10700 E. 
ENDEPENDENCE AVE., TULSA, OKLAHOMA 74115; AND 
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D. NUCLIDE CORP., 642 E. COLLEGE AVE., STATE COLLEGE, PENN. 

16801. 

2. IN ADVISING AEC OF LATTER THREE COMPANIES, J.E. DELMORE 
(SUPERVISOR, MASS SPECTROMETRY, ALLIED CHEMICAL CORP, IDAHO) 

MADE FOLLOWING COMMENTS WHICH SHOULD BE PASSED AGENCY (WALIGURA). 
BELIEVE ALL THREE COULD MEET PERFORMANCE TESTS, BUT AVCO 
AND TELEDYNE WOULD DO SO BY USING DIFFERENT HARDWARE FROM 
THAT SPECIFIED. AVCO WOULD USE RETARDATION LENS FOR SECOND 
STAGE RATHER THAN SECOND MAGNET OR ELECTROSTATIC ANALYZER, 

AND WOULD USE ANALOG DETECTION RATHER THAN PULSE COUNTING. 

53)3$6,3 297)$ ?78)$ 8, 547.3,5 8.8)-4 59 5#3 ,? 5-,$3. 7 8,& 

529 .-5:#3$ .-&,35 . THEY REQUIRE THAT SOURCE BE LET UP TO 
AIR FOR SAMPLE CHANGING, IN CONTRACT TO SPECIFICATIONS. 

COMPANY IN BEST POSITION IS NUCLIDE, AS THEY HAVE PROVEN 
HARDWARE FOR ALL POSSIBLE CONFIGURATIONS INCLUDING: TANDEM 
(DOUBLE OR ZERO DISPERSION), MAGNETIC SECTOR FOLLOWED BY 
ELECTROSTATIC ANALYZER OR RETARDATION LENS, AND TANDEM FOLLOWED 
BY ELECTROSTATIC ANALYZER OR RETARDATION LENS. ANY THESE CON- 
FIGURATIONS WOULD MEET SPECS, BUT MOST ECONOMICAL IN TERMS OF 
COST VS. PERFORMANCE WOULD EITHER BE TANDEM OR SINGLE MAGNETIC 
SECTOR FOLLOWED BY ELECTROSTATIC ANALYZER. ONLY DIFFICULTY 
THAT NUCLIDE WOULD HAVE IS ECONOMIC. THEY ARE SMALL COMPANY 
(70 EMPLOYEES) AND LACK FINANCING TO BUILD SUCH INSTRUMENT 
WITHOUT PROGRESS PAYMENTS. ALL THREE COMPANIES ARE IN POSITION 
BUILD INSTRUMENT TO MEET PERFORMANCE SPECS, BUT EACH WOULD 
HAVE TO TAKE VARIANCE WITH AT LEAST ONE OF THE HARDWARE OR 
FINANCIAL SPECS. 

3. ADVISE AEC OF FINAL AGENCY DECISION ON SUPPLIER SELECTED 
TO PROVIDE SPECTROMETER. KISSINGER 
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